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Background and Objectives: Given that only a few studies have focused on the bimodal 
benefits on objective and subjective outcomes and emphasized the importance of individual 
data, the present study aimed to measure the bimodal benefits on the objective and subjective 
outcomes for adults with cochlear implant. Subjects and Methods: Fourteen listeners with bi- 
modal devices were tested on the localization and recognition abilities using environmental 
sounds, 1 -talker, and 2-talker speech materials. The localization ability was measured through 
an 8-loudspeaker array. For the recognition measures, listeners were asked to repeat the sen- 
tences or say the environmental sounds the listeners heard. As a subjective questionnaire, three 
domains of Korean-version of Speech, Spatial, Qualities of Hearing scale (K-SSQ) were used to 
explore any relationships between objective and subjective outcomes. Results: Based on the 
group-mean data, the bimodal hearing enhanced both localization and recognition regardless 
of test material. However, the inter- and intra-subject variability appeared to be large across test 
materials for both localization and recognition abilities. Correlation analyses revealed that the re- 
lationships were not always consistent between the objective outcomes and the subjective self- 
reports with bimodal devices. Conclusions: Overall, this study supports significant bimodal ad- 
vantages on localization and recognition measures, yet the large individual variability in bimodal 
benefits should be considered carefully for the clinical assessment as well as counseling. The 
discrepant relations between objective and subjective results suggest that the bimodal benefits 
in traditional localization or recognition measures might not necessarily correspond to the self- 
reported subjective advantages in everyday listening environments. 
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Introduction 

When various talkers speak concurrently, listeners are re- 
quired to identify target speech but also to identify location of 
the target talker for the segregation of competing speech sig- 
nals. In this everyday listening situation, binaural hearing has 
been known to provide better speech perception and sound lo- 
calization over monaural hearing. The advantage of binaural 
hearing for recognizing speech in noise has been explained in 
terms of binaural summation, binaural squelch, and head sha- 
dow effects. '" 3I The use of binaural devices becomes increas- 
ingly common to hearing-impaired listeners since the binaural 
stimulation prevents neural degeneration associated with au- 
ditory deprivation. 4 ' 5 ' 



Due to an expansion of cochlear implant (CI) candidacy, 
more individuals are eligible to receive CI. 6) In general, peo- 
ple with unilateral CI can detect and recognize target sounds 
well in quiet listening conditions, yet their performances are 
greatly decreased in noisy listening situations. 7 " 101 The unilater- 
al CI users can achieve better speech perception in noise th- 
rough binaural hearing, by either bilateral implantation or bi- 
modal hearing (the use of a CI in one ear and a hearing aid in 
the unimplanted ear). Although the bilateral CIs are becoming 
more common, it may not be recommended for all adult users 
with unilateral CI due to several reasons such as the substan- 
tial amount of residual hearing in unimplanted ear, and other 
health or financial issues. 5 ' 10,1 

The advantage of wearing a hearing aid on the unimplanted 

Copyright 02013 The Korean Audiological Society 65 



Bimodal Benefits on Objective and Subjective Outcomes 



ear, called the bimodal benefit, has been well documented from 
objective localization or recognition performance in adult and 
children CI users. 12 " 181 Although the group results revealed the 
significant bimodal benefits to speech recognition, some re- 
searchers emphasized analyses of the individual bimodal ben- 
efits. In addition, research on the subjective reports obtained 
with bimodal hearing has been limited compared to an exten- 
sive body of literature on objective measures. At present, only 
a few studies have examined both objective and subjective 
outcomes with bimodal devices. 16 ' 19 The studies above showed 
substantial individual differences in bimodal advantages be- 
tween outcomes. 

Given the issues, the current study concerned not only the 
group results but also the individual data on both objective and 
subjective outcomes. Beyond the earlier studies which have 
mostly used a limited type of materials for objective measure, 
the present study measured localization and recognition abil- 
ities using both environmental sounds and target speech in 
quiet or with a competing speech. The research questions ad- 
dressed in this study were as follows: 1) Are there more bene- 
fits in bimodal individuals when localizing and recognizing 
sounds?, and 2) are the objective performances associated 
with the subjective reports with bimodal hearing? 

Subjects and Methods 

Subjects 

Fourteen CI recipients (mean age, 50.9 ± 15.3 years) partic- 
ipated for the experimental testing. The subjects were all post- 
lingually deafened adults, and their mean duration of bimodal 
experience was approximately 0.9 years. The mean of pure- 
tone thresholds averaged (PTA) across 0.5, 1, 2 kHz with CI 
alone was 27.6 ± 5.8 dB HL, and the PTA obtained by using 
hearing aid (HA) alone was 49.2 ± 10.1 dB HL. Table 1 shows 
the CI participants' demographic information on chronologi- 
cal age, sex, CI or HA aided threshold averaged across 0.5, 1, 
2 kHz, and details about cochlear implant and hearing aid us- 
age. For pilot testing, ten normal-hearing adults (mean age, 26.3 
years) participated in order to confirm the difficulty level of 
our testing, rather than for the purpose of group comparison. 

Stimuli and test setup 

The current study presented environmental sounds and sen- 
tences as test materials. As a material of environmental sounds, 
forty environmental sounds developed by Shafiro 201 were used. 
As speech materials, sentences of the Korean Standard Sen- 
tence Lists for Adults 20 were used to make three types of speech 
materials for one -male talker, one-female talker, and two-talk- 
er (male target talker with female background talker) condi- 



tions. Since the sentences had duration of approximately 4—7 
seconds and the environmental sounds had different durations, 
some short environmental sounds were edited to repeat via 
Adobe 8 Audition 8 (version 3.0, Adobe Systems Incorporated, 
San Jose, CA, USA) to make them last approxima-tely 5 sec- 
onds. All the target sounds were presented at 65 dB sound pres- 
sure level and calibrated using sound level meter (Type 2150L, 
Briiel and Kjxr, Skodsborgvej, Denmark) before testing. 

Each participant was seated approximately 70 cm from the 
center of the 8-loudspeaker array that spaced 45° apart in a 
circle around the participant. Participants were informed of the 
number of each speaker, and were instructed that one out of 
eight speakers would randomly present the target sound. On 
the measurement of localization ability, listeners were required 
to say the number of the loudspeakers that they thought the 
target sounds were coming. For the two-talker condition where 
the target male and competing talkers spoke at the same time, 
listeners needed to indicate the loudspeaker of male-target sou- 
rce. On the recognition measurement of environmental sounds 
or 1 -talker sentence, the listeners were asked to say the envi- 
ronmental sounds or the sentences they heard. For the two-talk- 
er condition, the sentences spoken by target male talker were 
asked to repeat while ignoring the female's speech. 

The abilities of localization were scaled depending on er- 
rors between the target speaker and the response speaker indi- 
cated by the subject. For example, when the listeners localized 
the target source correctly, a scale of 5 was given, which was 
calculated to imply 100%. When the listeners incorrectly re- 
sponded as one of the two speakers next to the target speaker, 
a scale of 4 was given. When two, three, and four speakers were 
deviated from the target speaker source as responses, then the 
scales of 3, 2, and 1 were taken, respectively. Those scales then 
were converted to percent correct (%), where the score of 100% 
represents perfect localization. Scoring sentence recognition 
was based on the number of key words correct. 

Prior to the testing, the user's device settings and programs 
were verified to be preferred for everyday listening, and were 
maintained during the experimental testing. For the CI alone 
condition, the hearing aids were turned off. As practice session, 
all the participants were familiarized to number the speaker 
source using speech-shaped noise until the correct numbering 
of speaker reached 70%. The order of two listening conditions 
(CI alone, CI&HA) and various target materials (one -male, one- 
female, two-talker speech, and environmental sound) was ran- 
domly selected for each listener. 

Questionnaire 

After the measurement of objective performances, each par- 
ticipant completed the Korean- version of Speech, Spatial, and 
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Qualities of Hearing scale (K-SSQ) questionnaire. 221 The SSQ 231 
questionnaire was developed to measure a listener's self-re- 
ported ability to hear in various listening situations within the 
three domains. First, the Speech domain assesses various as- 
pects of hearing speech in a range of realistic conversational 
situations involving such as reverberation and multiple talk- 
ers. Second, the Spatial domain covers the directional and dis- 
tance aspects of listening and also the movement of the sound 
stimuli. Third, the Quality domain examines the degree of sound 
quality or clarity through various types of sounds. Each do- 
main of K-SSQ includes 50 items, and each item is scored from 
1 to 10. 22> Here, 1 always represents greater difficulties expe- 
rienced, while the higher scores reflect greater abilities. Since 
the purpose of this questionnaire was to determine the relative 
effectiveness of bimodal devices, participants were asked to 
report disabilities they experienced in the bimodal hearing. To 
present K-SSQ results, listeners' answers on each K-SSQ item 
were converted to percent correct (%). 

Pilot testing 

To confirm the difficulty level of the experimental testing, 
ten young normal-hearing adults were evaluated for both lo- 
calization and recognition as a pilot testing. Results showed 
that the localization performance of young normal-hearing 
adults ranged 99—100%, regardless of the test material. The 
average scores of speech recognition ranged 94% to 100% 
across the target materials. This verifies that this experimental 
testing was not too difficult, at least for normal-hearing adults. 

Data analysis 

Statistical analyses were conducted using SPSS 18.0 (SPSS 
Inc., Chicago, IL, USA). A two-way analysis of variance with 
repeated measures was performed to determine the effects of 
test material (environmental sounds, 1 -talker speech, 2-talker 
speech) and device condition (CI, CI&HA) on localization 
and speech recognition performances. Any necessary Bonfer- 
roni-adjusted post-hoc multiple comparisons were also per- 
formed. To further estimate any relationships among objective 
and subjective measures or any relationships between demo- 
graphic information and outcomes, Pearson correlation analy- 
ses were conducted. 

Results 

Localization performance 

Mean performances of localization (%) are shown in Fig. 1 
when the environmental sounds, 1 -talker, and 2-talker speech 
materials were presented. Here, the scores with 1 -talker speech 
show performance averaged across one-male and one-female 
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Fig. 1 . Mean localization performance (%) obtained with cochlear 
implant (CI) alone and bimodal devices (CI&HA) when environ- 
mental (Env) sounds, 1 -talker, and 2-talker speech were present- 
ed. Error bars represent the standard deviation. HA: hearing aid. 



conditions because of no significant effect of target-talker gen- 
der (one male vs. one female) or no related interactions. Statis- 
tical results revealed that, on average, the localization scores 
with CI&HA were significantly greater than the scores with 
CI alone (p<0.01). The post-hoc pairwise multiple compari- 
son results revealed that the localization performance of envi- 
ronmental sounds was significantly superior to the localization 
performance of 1 -talker speech, which was significantly great- 
er than the scores obtained with 2-talker speech (p<0.01). A 
two-way interaction between test material and device condi- 
tion was also significant (p < 0.01), indicating that the amount 
of bimodal benefits differed by the type of test materials. 

Concerning the emphasis on individual results in binaural 
advantages, the present study explored whether all the CI re- 
cipients localized better with CI&HA than with CI alone and 
also whether the individual bimodal benefits in localization 
performance were consistent across test materials. Fig. 2 shows 
individual and mean bimodal benefits (score with CI&HA - 
score with CI alone) on the localization performance. As shown 
at the far right of Fig. 2, the mean performance improved by 
9—12 percentage points with bimodal hearing, regardless of 
the test material. However, the amount of improvement varied 
across participants and test materials. When localizing envi- 
ronmental sounds, the bimodal benefits were greater than 20 
percentage points to some participants (S4, S9, and SI 1) while 
other participants (S2, S12) exhibited little bimodal benefits. 
When localizing 1-talker speech, three participants (S10, S12, 
and SI 3) showed very minimal performance difference be- 
tween their CI and CI&HA conditions. When localizing 2-talk- 
er speech, bimodal hearing provided relatively greater bene- 
fits (24—28 points) to some CI recipients (S5, S6, and S7), where- 
as no improved (SI, SI 2) or even worsened localization perfor- 
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U 



Fig. 2. Individual and mean bimodal 
benefits of 14 cochlear implant (CI) 
subjects (S1-S14) on localization per- 
formance (%) when environmental 
(Env) sounds, 1 -talker, and 2-talker 
speech were presented. Bimodal be- 
nefits are calculated by subtracting 
localization performance scores with 
CI alone from localization performance 
scores with CI&HA. Error bars repre- 
sent the standard deviation. HA: hear- 
ing aid. 
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Fig. 3. Mean recognition performance (%) obtained with cochlear 
implant (CI) alone and bimodal devices (CI&HA) when environmen- 
tal (Env) sounds, 1-talker, and 2-talker speech were presented. Er- 
ror bars represent the standard deviation. HA: hearing aid. 

mance (S2) was observed with bimodal stimulation. 

Summarizing, bimodal hearing appears to be beneficial to 
localizing target sounds based on the group-mean data. How- 
ever, bimodal hearing does not lead to better localization per- 
formance to all CI participants. Besides a substantial inter-sub- 
ject variability in localization bimodal benefits, some partici- 
pants (S3, S5, and SI 3) showed a large intra-subject variability 
in bimodal benefits depending on the test material. 

Recognition performance 

Average recognition scores (%) of the three test materials are 
plotted in Fig. 3. The recognition scores with 1-talker speech 
show performance averaged across one-male and one-female 
talker conditions. Results showed significantly higher recog- 



nition scores with CI&HA compared to with CI alone (p < 
0.01). The pairwise multiple comparisons revealed that the 
overall performance of 1-talker speech recognition was sig- 
nificantly better than the recognition performance of environ- 
mental sounds, which was significantly superior to the 2-talk- 
er speech performance (p<0.01). As seen in Fig. 3, the degree 
of bimodal benefits on recognition performance was substan- 
tially greater for the 2-talker speech than for other test materi- 
als. This tendency appeared to be significant from a two-way 
interaction between test material and device condition (p < 
0.01), due possibly to a greater room to be increased for 2- 
talker recognition performance with CI alone. 

Fig. 4 shows individual and mean bimodal benefits (score 
with CI&FLA-score with CI alone) on the recognition scores. 
As shown at the far right of Fig. 4, the mean bimodal benefit 
was approximately 6 percentage points when recognizing 
both environmental sounds and 1-talker speech. The bimodal 
hearing facilitated the mean performance of 2-talker speech 
recognition by about 21 percentage points. Considering the 
large individual variability in bimodal advantages for localiza- 
tion, a question of how the individual bimodal benefits varied 
across participants and test materials was also addressed for 
recognition performance. First, when recognizing environ- 
mental sounds, bimodal hearing did not yield any advantage 
to five (S3, S7, S8, S10, and S13) out of 14 participants. When 
recognizing 1-talker sentence, the benefits from bimodal de- 
vice were substantially lower ( < 4 percentage points) for five 
subjects (S2, S7, S8, S9, Sll, and S12), and even two subjects 
(S4 and S5) recognized slightly poorer with CI&HA than with 
CI alone, as shown in Fig. 4. For the 2-talker speech recogni- 
tion, bimodal hearing was greatly beneficial (improvement of 
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Fig. 4. Individual and mean bimodal 
benefits of 14 cochlear implant (CI) 
subjects (S1-S14) on recognition per- 
formance (%) when environmental 
(Env) sounds, 1 -talker, and 2-talker 
speech were presented. Bimodal be- 
nefits are calculated by subtracting 
recognition performance scores with 
CI alone from recognition performance 
scores with CI&HA. Error bars repre- 
sent the standard deviation. HA: hear- 
ing aid. 
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Fig. 5. Individual and mean scores 
(%) of 14 cochlear implant (CI) sub- 
jects (S1-S14) on the three domains 
of Korean-version of Speech, Spatial, 
Qualities of Hearing scale (K-SSQ). 
Error bars represent the standard de- 
viation. 



30-40 percentage points) to four subjects (S6, S7, S10, and 
SI 3), while some subjects (S3 and SI 2) had minimal improve- 
ment with bimodal hearing. 

In summary, bimodal hearing facilitated overall recognition 
performance regardless of the test material. Especially, listen- 
ers appeared to have greater bimodal benefits for the 2-talker 
listening condition, which was more difficult listening situa- 
tion. However, the notable individual differences in bimodal 
benefits were observed across participants as well as the type 
of materials for the recognition performance. 

Subjective reports from K-SSQ 

Fig. 5 illustrates individual and mean scores obtained from 
three domains of K-SSQ, consisting of speech-hearing, spa- 
tial-hearing, and quality domains. Mean data showed that, on 
average, K-SSQ score was 49.59% on the speech domain, 



46.09% on the spatial domain, and 52.48% on the quality do- 
main (in total, 49.5%). Results of Pearson correlation analy- 
ses revealed that the K-SSQ scores among three domains were 
all significantly (p<0.05) related to each other. Although K- 
SSQ responses are entirely based on self-report, this may be 
indicative of a high interconnection among responses of three 
domains, meaning that someone with greater subjective bene- 
fits on one scale also shows greater benefit on other scales. How- 
ever, as seen from Fig. 5, some participants' (S6 and S13) sub- 
jective ratings seemed consistent across domains whereas 
some (S2 and S9) showed discrepant results. 

Correlation analyses 

The present study conducted additional Pearson correla- 
tion analyses to address following issues. First, we determined 
the associations between objective performances and subjec- 
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tive reports obtained with bimodal hearing. Remind that the 
K-SSQ responses were estimated from three domains, the 
speech, spatial, and quality domains. Using reports from each 
of the speech, spatial, and quality domains, it was advanta- 
geous to analyze the relations between localization perfor- 
mance and subjective responses in the spatial domain sepa- 
rately from the relationship between recognition scores and 
subjective reports related to speech and quality domains. Ta- 
ble 2 shows those associations separately. As seen, the spa- 
tial-related subjective reports were only significantly (p< 
0.05) related to the environmental sound localization (r= 
0.57) or identification (r=0.55), yet not related to other speech 
materials. The subjective bimodal benefits in the domain of 
sound quality were significantly (p<0.05) correlated with 
bimodal recognition scores in all three materials (r=0.54— 
0.66)(Table 2). However, the subjective bimodal benefits on 
the speech domain were not associated with any recognition 
performance. This indicates that the listeners with greater rec- 
ognition performance seem to have better perceived sound 
quality such as sound naturalness and clearness, yet not relat- 
ed to the subjective benefits to speech understanding. 

Second, the current study examined any relationship be- 
tween CI participants' demographic information such as age, 
aided hearing thresholds, bimodal experience, and their objec- 
tive and subjective outcomes. Results showed that relation- 
ships between listeners' demographic information and out- 
comes were dependent on the test materials or tasks. For the 
localization of environmental sounds, participants with lon- 
ger bimodal experience had relatively better localization acu- 
ity (r=0.55,/><0.05). However, when recognizing environ- 
mental sounds, younger CI users had significantly better iden- 
tification (r=— 0.79,p<0.01) despite no negative relationship 
between bimodal experience and age. In contrast, the identifi- 
cation of 1 -talker speech was significantly correlated with PTA 
with CI (r=— 0.75, p< 0.01). A significant correlation was also 
found between PTA and K-SSQ responses averaged across 
three domains (r=— 0.64,/? < 0.05). 



Discussion 

Despite the numerous earlier reports that bimodal hearing 
yielded significant improvements in localization as well as 
recognition performance, previous research has seldom fo- 
cused on the individual variability in the bimodal benefits. As 
described above, only a few studies emphasized that bimodal 
hearing was not always beneficial to all CI recipients. Mok, et 
al. ls) reported that 6 out of 14 bimodal users received bimodal 
benefits for open-set speech perception measures while only 
5 of the 14 subjects showed bimodal advantages for closed-set 
recognition, revealing inconsistent bimodal benefits across test 
formats. Seeber, et al. 17) focused on the individual localization 
results of 1 1 CI recipients. Their findings showed that 5 out of 
11 subjects demonstrated no or limited localization abilities 
whereas only one subject had dramatic improvements and the 
others received bimodal benefits overall. Consistently, the cur- 
rent individual data also revealed a greater individual variabil- 
ity in bimodal advantages across participants and test materi- 
als, notwithstanding the bimodal advantage based on group 
results. 

Another study 12 ' separately analyzed the bimodal benefits 
into head shadow, binaural summation, and binaural squelch 
effects. The results showed that each of the binaural effects ap- 
peared not to be uniform across twelve CI participants, and bi- 
modal disadvantages were even observed from some subjects 
depending on the location of sound sources. This study illus- 
trated that some subjects were side dominant yet some were 
more dominant to midline, and so on. Given this, the localiza- 
tion pattern in this study was additionally examined. Here, we 
found that participants were proficient in localizing the target 
sounds when sounds occurred from the implanted side, regard- 
less of using either CI alone or CI&HA. However, even though 
the sounds were presented from the front and back sides, the 
listeners incorrectly thought that the sounds were coming from 
the implanted ear. When the sounds were presented from ei- 
ther the implanted ear or non-implanted ear, the localization 
errors appeared somewhat inconsistent among possible speak- 



Table 2. Association between the subjective self-reports in speech, spatial, and quality domains of K-SSQ and the objective localization 
and performance outcomes obtained with bimodal devices when presenting each of the three test materials (environmental sounds, 1 -talk- 
er, and 2-talker materials) 



Speech domain of K-SSQ Spatial domain of K-SSQ 



Quality domain of K-SSQ 



Localization of environmental sounds 
Localization of 1 -talker speech 
Localization of 2-talker speech 
Recognition of environmental sounds 
Recognition of 1 -talker speech 
Recognition of 2-talker speech 



0.46 
0.26 
-0.08 
0.39 
0.48 
0.08 



0.57* 
0.24 
-0.09 
0.55* 
0.45 
0.17 



0.36 
0.11 

-0.17 
0.54* 
0.66* 
0.58* 



The Pearson correlation coefficients, r, are shown in the table and bold indicates a significant correlation (*p<0.05). K-SSQ: Korean- 
version of Speech, Spatial, Qualities of Hearing scale 
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er sources. Interestingly, localization errors occurred quite dif- 
ferently across test materials. When localizing the environmen- 
tal sounds, the participants thought that the stimuli were pre- 
sented from the back side, regardless of the use of bimodal de- 
vices or the CI alone. In contrast, when localizing the target 
sentences, listeners incorrectly responded that the sounds orig- 
inated from the front side. Therefore, this suggests that indi- 
vidual variability on localization errors depends on the loca- 
tion of sound source as well as the test material. 

As described above, it is somewhat surprising that not many 
studies yet investigated both objective and subjective bimodal 
benefits. Thus, this study raised the question of whether the ob- 
jective and subjective outcomes would be related to each oth- 
er. Like the objective performance, the individual bimodal ben- 
efits on subjective outcomes also considerably varied. However, 
the association between objective and subjective outcomes de- 
pended on the target stimulus and tasks. This finding would be 
important since various types of target material and task may 
not be ideal for the clinical purpose. Since the subjective out- 
comes were evaluated in each of the three domains, the rela- 
tionships were separately analyzed and described below. 

First, the subjective disability on spatial hearing was signif- 
icantly associated with the localization and recognition perfor- 
mances of environmental sounds. This implies that the listen- 
ers who were more accurate at localizing and recognizing 
environmental sounds actually felt that they could localize 
sounds more adequately as well as orient the sound direction 
in various spatial situations. In contrast, this relationship was 
not observed in performances with 1 -talker and 2-talker speech. 
This suggests clinical implication that localization or recogni- 
tion evaluation using environmental sounds would be more 
efficient to predict localization-related subjective functioning 
compared to the use of speech material. 

Second, the quality-related self reports were also associated 
with recognition performance regardless of the test material. 
This association may reflect great abilities to process two dif- 
ferent types of signals, as suggested by Potts, et al. 11 ' that the 
SSQ ratings in the quality domain may be related to the abili- 
ty to process as well as integrate electric and acoustic signals 
with bimodal devices. 

Last, for the speech-related domain, the present study found 
no significant relationships between speech-related subjective 
reports and any performances obtained with speech. Similar to 
this, Ching, et al. l6) found that 9 of 21 participants reported bet- 
ter functioning in their everyday life despite having no im- 
provement with bimodal devices in objective measures. Fitz- 
patrick, et al. also reported large individual differences in 
subjective reports with bimodal devices. For example, 5 out of 
the 24 bimodal users reported unbalanced sounds from bimodal 



stimulation, and the negative comments on bimodal use oc- 
curred from limited bimodal benefit for speech understanding, 
reduced speech clarity, excessive noise in the car, and discom- 
fort from the hearing aid use. 

As described in correlation analyses, we failed to find any 
single strong factor to predict individual differences in objec- 
tive or subjective outcomes. Rather, various demographic fac- 
tors were related to objective performance or subjective re- 
sponses. For example, bimodal experience or chronological 
age appears to play a role in environmental sound performance. 
Considering that different stimulus processing between CI and 
HA may complicate sound integration through bimodal in- 
put, 17 the longer experience may provide better opportunity 
for using bimodal stimulation input. As described, audibility 
delivered through CI was more associated with speech identi- 
fication. Although this study did not directly measure binaural 
loudness balance or growth, the audibility by bimodal stimula- 
tion as well as Speech Intelligibility Index were significantly 
relevant to speech recognition and localization abilities."' Al- 
though the use of a HA with linear frequency transposition on 
the non-implanted ear did not significantly influence the bi- 
modal speech recognition, 25 ' further studies are needed on the 
effect of HA fitting prescription, frequency response slope 
and gain on binaural loudness balance as well as bimodal ad- 
vantages. 

However, it is essential that more research be conducted on 
individual bimodal advantages using various measures consid- 
ering that only a limited number of studies has focused on the 
relations between objective and subjective outcomes with bi- 
modal hearing. In particular, this study only used K-SSQ ques- 
tionnaire such that various self-report questionnaires should 
be further considered for the measurement of subjective bi- 
modal benefits. Another limitation in this study was the pre- 
sentation of target sound either in quiet or with one competing 
talker, which might not reflect speech recognition abilities of 
multi-talker conversation. Since the binaural advantage seems 
dependent on specific details of the listening environment, this 
requires further investigations to apply various listening condi- 
tions to examine the bimodal benefits. 

Conclusion 

The current study supports earlier evidence of bimodal ad- 
vantages, overall. However, the data also illustrates the impor- 
tance of individual bimodal benefits for localizing and iden- 
tifying sounds. The individual bimodal benefits substantially 
varied across tasks as well as test materials. Concerning the dis- 
crepant relations between objective and subjective results, cli- 
nicians may need to be careful when predicting the subjective 
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bimodal advantages in everyday listening environments from 
the traditional localization or recognition measures. 
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